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R to match LED 
current requirement* 

+5V '-V^v-*-! 


sue 


22 


22 ohms for zero crossing opto'* 
180 ohms NON ring opto's 


MT2 

Q4015L5/6 


For complete Isolation of power supplies from the lira 
use opto Triac drlvere. They are available wHh or 
without ZeroCroeeirtfl output. 


MT1 


LOAD or 


LINE or NEUT. 


120 VAC 


NEUT or LINE 


Opto couplers - gats the Triac / Alternlstor on by connecting 

the gate to MT2, this In-phaee gate drive turns the Trlac / A I tern Is tor 

on in Q I & QUI. 

Figure 4 



LINE or NEUT. 
120 / 230 VAC 

NEUT. or LINE 


Example of a circuit that gates the sensitive gate Triac on 
in Quadrants I & IV 


Figure 5 



